To:  Williams,  Caroline[Williams. Caroline@epa.gov] 

Cc:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Fri  8/14/2015  5:52:52  PM 

Subject:  Fw:  Re:...  explain  the  codes  ...  Form  submission  from:  Emergency  Response  to  Gold  King 

Mine  Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine  Release  form 


From:  Magoon,  Molly 

Sent:  Friday,  August  14,  2015  5:27  PM 

To:  R8EISC 

Subject:  RE:  Re:...  explain  the  codes  ...  Form  submission  from:  Emergency  Response  to  Gold  King  Mine 
Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine  Release  form 

IS  there  an  answer  to  my  question  here????? 

Thanks, 

Molly  Magoon 

Environmental  Protection  Specialist 

United  States  Environmental  Protection  Agency 

New  England-  Region  1 

Phone:  (617)918-1848 

FAX:  (617)918-0848 

email:  magoon.molly@epa.gov 

EPA  WEB  SITE  FOR  LEAD:  http://epa.gov/lead/ 

To  Report  a Violation  of  Lead  Paint  Rules  in  New  England: 
http://www.epa.gov/region1/enforcement/leadpaint/reportviolations.html 
EPA-New  England  Web  Site  for  Lead  Paint  Assistance/Enforcement  in  New  England: 
http://www.epa.gov/region1/enforcement/leadpaint/index.html 


— Original  Message — 

From:  Brogden,  Rose  On  Behalf  Of  R8EISC 
Sent:  Friday,  August  14,  2015  11:14  AM 
To:  Magoon,  Molly 
Cc:  R8EISC 

Subject:  Re:...  explain  the  codes  ...  Form  submission  from:  Emergency  Response  to  Gold  King  Mine 
Release  Contact  Us  About  Emergency  Response  to  the  Gold  King  Mine  Release  form 

Hello, 

The  US  EPA  has  prepared  the  following  information  resource: 

EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to  ensure  the 
safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated  by  the  Gold  King 
Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the  public  as  experts  work  to 
evaluate  any  effects  the  spill  may  have  on  drinking  water,  public  health,  agriculture,  fish  and  wildlife. 
Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/goldkingmine  Regular  updates  will 
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be  posted  as  they  are  available. 

EPA  Hotline:  844-607-9700  (toll-free) 


From:  drupal_admin@epa.gov  <drupal_admin@epa.gov>  on  behalf  of  EPA  <drupal_admin@epa.gov> 
Sent:  Friday,  August  14,  2015  1:58  PM 
To:  R8EISC 

Subject:  Form  submission  from:  Emergency  Response  to  Gold  King  Mine  Release  Contact  Us  About 
Emergency  Response  to  the  Gold  King  Mine  Release  form 

Submitted  on  08/14/2015  9:58AM 
Submitted  values  are: 

Name:  Molly  Magoon 

Email  Address:  magoon.molly@epa.gov 

Comments:  Could  you  please  explain  the  codes  that  are  used  in  the  Surface  Water  Sampling  results 
table? 
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